DOCKETED ITEMS       19
-8503290014 Rev 0 to Site Administrative Procedure AP-3.7, "Process Control Pro-
GERBER.C.A., LEACH.E.W., ROMAN.T.W. Niagara Mohawk Power Corp. 85/03/22. 13pp. 29560:094-29560:105.
Q. Inspection reports, IE Bulletins & correspondence
8503070055 Forwards Exam Rept 50-220/84-27 of exam administered during wk of 841210.
COLLINS.SJ. Region 1, Office of Director. 85/02/19. HOOTEN.B.G. Niagara Mohawk Power Corp. 2pp. 29268:003-29268:004.
-8503070063 Exam Rept 50-220/84-27 on 841211-13.Exam results:all candidates passed oral exams.One reactor operator & one instructor certification candidate failed written exam.
BERRY.J., KELLER.R.M., KISTER.H.B. Region 1, Office of Director. 85/02/15. 5pp. 29268:005-29268:009.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503110449 Forwards Insp Rept 50-220/84-23 on 841030-1101 .No violation noted. MARTIN.T.T. Region 1, Office of Director. 85/03/07. HOOTEN.B.G. Niagara Mohawk Power Corp. 2pp. 29287:030-29287:036.
-8503110456 Insp Rept 50-220/84-23 on 841030-1101.No violation noted. Major areas inspected:licensee annual emergency small-scale exercise on 841031. SMITH.R.K, HARPSTERJ.L Region 1, Office of Director. 85/02/25. 5pp. 29287:032-29287:036.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings/Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503270192 Ack receipt of 850107 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-220/84-15.
EBNETER.S.D. Region 1, Office of Director. 85/03/11. HOOTEN.B.G. Niagara Mohawk Power Corp. 2pp. 29528:268-29528:280.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York. Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503220383 Monthly operating reptfor Feb 1985.W/850311 Itr. ROMAN.T.W.,   LEMPGES.T.E.   Niagara   Mohawk   Power   Corp.   85/02/28.   5pp. 29484:032-29484:036.
8503150506 Forwards "Radioactive Effluent Release Semiannual Rept," Jul-Oec 1984.Meteorological data encl per Reg Guide 1.23.
LEMPGES.T.E. Niagara Mohawk Power Corp. 85/03/01. MURLEYJ.E. Region 1, Office of Director. 1p. 29397:022-29397:074.
-8503150509 "Radioactive Effluent Release Semiannual Rept," Jut-Dec 1984. * Niagara Mohawk Power Corp. 84/12/31. 52pp. 29397:023-29397:074.
S. Reportable occurrences, LERs & related correspondence
8503250356  LER 85-002-00:on 850214,auxiliary control room fire suppression sys inoperable.Caused    by    inoperable    fire    dampers. Fire    dampers    repaired    & tested.Personnel instructed in Tech Spec requirements.W/850314 Itr. RANDALL.R.,   MANGAN.C.V.   Niagara   Mohawk   Power   Corp.   85/03/14.   3pp. 29500:260-29500:262.
8503270180 LER 84-012-01 :on 840601,diesel generator started when backfeeding powerboard   102   from   powerboard   16.Caused   by   protective   relays   sensing undervoltage.Normal 115 kV supply returned on powerboard 102.W/850318 Itr. RANDALL,R..   LEMPGES.T.E.   Niagara   Mohawk   Power   Corp.   85/03/18.   3pp. 29528:297-29528:299.
V. Operator Examinations
8503070055 Forwards Exam Rept 50-220/84-27 of exam administered during wk of 841210.
COLLINS.SJ. Region 1, Office of Director. 85/02/19. HOOTEN.B.G. Niagara Mohawk Power Corp. 2pp. 29268:003-29268:004.
-8503070063 Exam Rept 50-220/84-27 on 841211-13.Exam results:all candidates passed oral exams.One reactor operator & one instructor certification candidate failed written exam.
BERRY.J., KELLER.R.M., KISTER.H.B. Region 1, Office of Director. 85/02/15. 5pp. 29268:005-29268:009.
DOCKET 50-223 UN!V. OF LOWELL RESEARCH REACTOR
F. Security, medical, emergency & fire protection plans
8503110199 Forwards evaluation of 850111 revised emergency plan.Plan acceptable. THOMAS.C.O. Standardization & Special Projects Branch. 85/03/01. BEGHIAN.L. Lowell, Univ. of. Lowell, MA. 3pp. 29328:319-29328:324.
-8503110201 "Emergency Plan Evaluation Rept,Univ of Lowell."
*   Office  of  Nuclear  Reactor  Regulation,   Director.   85/02/28.   3pp.  29328:322-29328:324.
DOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR
R. Periodic operating reports & related correspondence
8503260319 "Berkeley Research Reactor Annual Rept of Operations, 1984 (BRR Tech Specs 6.7.2)." W/850314 Itr.
LIM.T.H., PIGFORDJ.H California. Univ. of, Berkeley, CA. 84/12/31. THOMAS.C.O. Standardization & Special Projects Branch. 11pp. 29506:301-29506:311.
DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2
F. Security, medical, emergency & fire protection plans
8503250218 Corrected Page 9 to Rev 3 to Emergency Planning Procedure TSN-EOF-1, "Initial Activation of Recovery Staff."
* Commonwealth Edison Co. 84/06/30. 2pp. 29492:103-29492:104.
8503130492 Forwards Meeting Repts 50-237/85-02,50-249/85-02. 50-254/85-03,50-265/85-03,50-295/85-06,50-304/85-07, 50-373/85-04,50-374/85-04,50-454/85-03,50-455/85-02, 50-456/85-03 & 50-457/85-03 on 850118 in Glen Ellyn.lL PAPERIELLO.CJ. Region 3, Office of Director, 85/02/19, REED.C, Commonwealth Edison Co. 2pp. 29348:322-29348:348.
-8503130505  Meeting   Repts  50-237/85-02,50-249/85-02,50-254/85-03,  50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04, 50-374/85-04,50-454/85-03,50-455/85-02,50-456/85-03 & 50-457/85-03.Major areas discussed:emergency preparedness. PLOSKI.T.J. Region 3. Office of Director. 85/02/13. 25pp. 29348:324-29348:348.
8503040436 Forwards Rev 16 to Dresden,Rev 20 to LaSalle.Rev 17 to Quad Cities & Rev 14 to Zion security plans.Revs address changes to sygnetron sys.Revs withheld (ref 10CFR73.21).
FARRAR.D.L. Commonwealth Edison Co. 85/02/25. Region 3, Office of Director. 1p. 29178:356-29178:356.
8503180106 Forwards Insp Repts 50-010/84-20.50-237/84-26 & 50-249/84-23 on 841221-850215 & notice of violation.
NORELIUS.C.E. Region 3, Office of Director, 85/02/28. REED,C. Commonwealth Edison Co. 2pp. 29419:176-29419:190.
-8503180127 Insp Repts 50-010/84-20,50-237/84-26 & 50-249/84-23 on 841221-850215.Noncompliance noted:failure to take proper & timely corrective action on deficiency identified in May 1983.
CHRISSOTIMOS.N.   Region  3,   Office  of  Director.  85/02/25.   12pp.  29419:179-29419:190.
8503080145 Rev 9 to Emergency Plan Implementing Procedure EPIP 300-1, "Initial Notifications & Generating Station Emergency Plan Responses (Primary Responsibility-Station Director)." W/850301 Itr.
SCOTT.DJ. Commonwealth Edison Co. 85/03/01. DENTON.H.R, Office of Nuclear Reactor Regulation, Director. 23pp. 29275:094-29275:116.
8503080380 Requests scheduler exemption from requirements of 10CFR50.48 to complete mods consisting of add! suppression & detection & upgrading of fire barriers & emergency lighting. Fee paid.
RYBAK.B. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 11pp. 29274:236-29274:246.
8503120407 Advises that 850225 Rev 16 to physical security plan consistent w/provi-sions of 10CFR50.54(p) & acceptable.
AXELSON.W.L Region 3. Office of Director. 85/03/07. FARRAR.D.L Commonwealth Edison Co. 2pp. 29314:181-29314:182.
8503180113 Forwards current emergency assessment ctr off site maps. Verification of possession of listed onsite & offsite maps requested.
LICARI.K.A. Commonwealth Edison Co. 85/03/08. DENTON.H.R. Record Services Branch (Document Control Desk). 3pp. 29385:360-29385:361.
8503290166 Forwards Rev 17 to security plan.Rev withheld (ref 10CFR73.21). FARRAR.D.L Commonwealth Edison Co. 85/03/18. KEPPLER.J. Region 3, Office of Director. 1p. 29560:067-29560:067.ffiliation Given. 25pp. 29479:191-29479:215.
